Light and Lighting 


Volume 56 1963 


Authors’ Index 


PAGE 
BELBIN, A. A. Observations on the related colour temperature of north daylight in southern 


BOUD, John 
BURT, W. 
CHAMBERLIN, G. J. 


CLEAVER, A. S. A daylight consultancy in practice 

COLE, G. F. CIE, Vienna, 1963 

GARDINER, J. L. 

GEORGE, Mary 

GORE, L. F. R. Glass and plastics for lighting fittings 

HEWITT, Harry 

HOPKINSON, R. G. Daylight as a cause of glare 

KAY, John D. Daylighting for schools 

LAWRENCE, A. Observations on the related colour temperature of north daylight in southern 


LEWIS, S. A. 

LYNES, J. A. Developments in .-.ylight prediction 
MANNING, Peter Daylighted or windowless design for single-storey factorizs? ................ 
MARKUS, Thomas A. Changing nature of daylight studies 
NASH, Alan 

PHILLIPS, R. O. 

PRITCHARD, D. C. 

RANSCOMBE, D. A. 

RIMMER, A. Roof-light investigation 

STERN, Bernard 

STEVENS, W.R. Two years of the IES Code 
TARRANT, A. W.S. CIE, Vienna, 1963 

TATE, R. L. C. 

THOMAS, B. 

WINCH, G. T. 


Subject Index 


PAGE 


22, 48, 74, 111, 176, 
202, 228, 258, 292, 
330, 370 


282 
343 
358 


237 
150 
288 


28, 54, 184, 301, 374 Optical effect 1 
326 270 





143 


27, 52, 78, 183, 206, 
296, 337, 373 

135 

134 

183 

296 

134 


218 


66 

18, 174, 317, 333 
212 

296 


National Illumination Committee of Great 
Britain, Report 1962 137 
Nationa! Physical Laboratory, open days .... 197 
25, 51, 76, 179, 204, 
230, 267, 299, 334, 371 
261 


Observations on the related colour temperature 


of north dayiight in southern England 70 
33 


302, 374 
29, 55, 81, 185, 233, 
270, 338 


Photemetric laboratory for BSI 


Textile industry, lighting suryey of 
lecture 


Tunnel 
Two years of the new IES Code 





ow 


